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XI. A Meteorological Journal, principally relating to Atmo- 
spherical Electricity ; kept at Knightsbridge, from the gth of 
May, 1790, to the Sth of May, 1791. By Mr, John Read; 
co?nmunicated by Richard Henry Alex. Bennet, Esq, F. R, S. 

Read April 26, 1793. 

A DESCRIPTION of the instruments for collecting atmospheri- 
cal electricity, used in the following journal. 

Fig. 1 and 2 (Tab. IV.) represent the apparatus. A A fig. 1, 
is a round deal rod, 20 feet long, two inches diameter at the 
lower, and one inch at the upper end : into the lower end of 
it is cemented a solid glass pillar B, 22 inches long ; the lower 
end of this glass stands in a socket of wood C, which is screwed 
on the garret floor D, and supports the whole. About seven 
feet above the floor, is firmly fixed to the w^all a strong arm 
of wood E, which holds perpendicularly a strong glass tube 
F, through which the rod is slided gently upwards, till the 
glass pillar B may be lowered into the socket C. It is thus 
fixed, and stands 13 inches from the wall. The tube F is of 
sufficient width to admit a case of cork, which is fastened in 
the inside of it, at the part where the tube is sustained by the 
arm of wood E, so that the rod, when bent by the wind, can- 
not touch the tube or break it. The upper extremity of the 
rod is terminated by several sharp-pointed wires G; two of 
them are of copper, each one-eighth of an inch thick ; and, in 
order to stiffen the rod, as well as conduct more readily the 
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electric fluid, one of them is twisted round the rod to the 
right hand, and the other to the left, as low down as the brass 
collar H, to w^hich they are soldered, in order to render their 
contact perfect. A little above the upper end of the glass 
pillar B, is placed a brace II of solid glass sticks, to keep 
steady that part of the rod. K is a hollow cylinder of wood', 
12 inches within, proceeding from the ceiling through the roof 
LL, above which there is a hollow tin cover M, 24 inches 
within, fixed to the rod ; which serves to defend the open cy- 
linder K from the weather. At a convenient distance from 
the foot of the rod is a hole bored through the floor and ceil- 
ing. This hole receives a glass tube covered with sealing- 
wax (as are all the other glasses in this apparatus), through 
which a strong brass wire proceeding from the rod is con- 
veyed into the room below, wherein, at a convenient height 
from the floor, it terminates with a two-inch brass ball N. 
A strong ring of brass is made to move easy on the wire, and 
rests on the brass ball ; into this ring is screwed^ a brass wire 
seven inches long, which keeps suspended at its extremity a 
pith-ball electrometer O. 

At two inches distance of the above-mentioned brass ball 
N, a bell P is supported by a strong wire, w^hich passing 
through a hole made in the wall, is made to communicate, by 
means of a good metallic continuation Q, with the moist 
ground adjoining to the house. A brass ball, three-tenths of 
an inch in diameter, is suspended between the bell P and ball 
N, by a silk thread fastened to a nail R. This ball serves for 
a clapper, by striking between the ball and bell, when the 
electrical charge of the rod is sufficiently strong. V gives 
nearly a front view of this part of the apparatus. 
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S is a small table fixed to the wall under the bell and ball, 
at a convenient height above the floor, upon which Leyden 
bottles and other apparatus are occasionally placed. Any 
person versed in the science of electricity, will easily under-* 
stand that this apparatus is calculated to show the various de- 
grees of intensity of atmospherical electricity ; and at the same 
time to avoid the pernicious effects which may be occasioned 
by thunder-storms, or in short by any great quantity of elec- 
tricity in the atmosphere. 

The whole perpendicular height of both parts of this appa- 
ratus taken together, from the moist earth to the point at 
the top of the rod, is 61 feet. If the insulation could be con- 
stantly kept in due temperature, with respect to heat and 
cold, I imagine it would always be electrified. But I fear that 
cannot be done, without the aid of common fire ; which in 
so large an apparatus would be very difficult, so that there 
might not be too much nor too little of it. I am inclined to 
this opinion, from the success I have had in a number of ex- 
periments, in which the aid of common fire was applied to 
improve the insulation, as well as to collect the electric fluid. 

When I find that the moisture in the air has so much in- 
jured the insulation of my high pointed rod, that it will not 
retain a weak electricity, in that case I make use of my 
hand exploring rod, which is about the length and thickness 
of a common fishing-rod, with plenty of small wire twined 
round it from end to end. The method of using it is simple 
and easy. A representation of it may be distinctly seen in 
fig. 2/ ^Having first warmed the glass legs of the stool, I 
place myself upon it, and raise the rod into a vertical posi- 
tion, keeping it so for a minute or two ; I then with a finger 
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of the other hand touch a sensible electrometer, and if the 
threads open, it is sufficient. But should the electrical state 
of the atmosphere be too weak to produce that eifect, which 
seldom happens, then in that case I add to the rod a lighted 
toixh T, and place it as remote from my hand as the strength 
of the rod will bear, and repeat the experiment; thus cir- 
cunistanced, it has never yet failed me. 

It will be necessary just to mention the method I have 
pursued in forming the journal of atmospherical electricity. 
This has been principally by means of the signs exhibited by 
the pith balls O, connected with the rod. When I find these 
closed, and attracted on the approach of my finger, yet not 
sufficiently charged to repel each other, I write weak signs 
of electricity. When I find the balls open, and, on the ap- 
proach of excited glass, the balls close, I write they are elec- 
trified positively ; but, if the balls open wider, I write they 
are electrified negatively ; and the reverse when I use sealing- 
wax. When the balls diverge one inch and upwards, visible 
sparks may be drawn at the brass ball N. When sparks 
are said to have been perceived in any observation, I have ge- 
nerally on that account omitted to note the variable quan- 
tities of divergency in the pith balls. Their utmost limit of 
regular divergency seems to be about five or near six inches ; 
above that they are unsteady and disorderly. The pith balls 
are near two-tenths of an inch in diameter, suspended by very 
fine flaxen threads (in the state it is in from the heckle) five 
inches long. When I mention the distance of the balls in 
tenths of an inch, it is to be understood as nearly so as my 
eye can determine. 

This apparatus requires a constant attention, especially 
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during a disturbed state of the atmosphere. From the room 
in which the apparatus is placed I am seldom absent one hour, 
excepting the time of sleep ; but, when I leave it, the last 
thing I do at night is to examine the state of the electricity, 
and, if I find the rod unelectrified, I then place the Leyden 
bottle on the table S, with its knob nearly fti contact with the 
ball N. The next morning, if I find this bottle charged, I 
write the kind of electricity it is charged with against the day 
in the journal, and add, by the night bottle. 

It is presumed, that the table is sufficiently obvious. The 
two columns for positive and negative electricity are used 
only for the first observation of each day. I use Fahrenheit's 
thermometer, suspended on the north outside of a bow- win- 
dow. The time of making the observation with it, and the 
barometer, and also of the direction of the wind, has usually 
been nine o'clock in the morning. 

Lastly, it may be useful to observe, that I have always 
found, w^hen the rod is highly electrified, the lower though 
uninsulated part of the apparatus (viz. the metallic connection 
of the bell P with the moist earth) to be in a contrary state of 
electricity to the upper and insulated part. See the 20th of 
May. 

Having made a memorandum of the several thunder-storms 
which have happened in divers parts of this island, according 
to information by letters, and from newspapers, I thought 
it useful to insert them in this journal, in order to show whe- 
ther some contemporaneous appearances in my apparatus 
might not be attributed to thetn. 
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Days. 



May 9 



lO 

II 

12 

H 
15 
16 

17 



Wind. 



N 



19 



5SO 



NE 

E 
E 
E 

NE 
N 
NE 



SW 



Barom. 



Ther. 



Inches. 
29.14 



29.18 

30- 5 
29.14 
zg. 6 
30. 9 
29. 5 
29. 2 



29. 8 



29.90 



29.20 



29.14 



67 



66 

64 
70 

72 
72 
65 
57 

58 



59 



Sparks. 



Strong 



6s 



64 



o 
o 
o 
o 
o 
o 

strong 



small 



Pos. 



pos. 



pos. 
pos. 
pos. 
pos. 
pos. 
pos. 

pos. 



pos. 



Neg. 



May g, 1790. 



neg. 



strong 



small 



neg. 



neg. 



A clear fine morning. One o'clock P.M. 
a sudden shower of rain fell ; the pith 
balls O, connected with the lower end 
of the rod, were now charged negative- 
ly, and increased in strength as the rain 
came on ; in a short time the electri- 
city changed to positive. Five o'clock, 
the electricity changed again to nega- 
tive, I then heard some distant rum- 
bling of thunder. This day there was 
some lightning at Hertford. 

A.M. sky very cloudy, and some small 
rain falls. 



I 



Strong gales of wind j and a weak 
r electricity. 

A.M. weather serene. 

A.M. a clear sky. Some lightning at 
Bishop-Stortford. 

Half after nine o'clock A.M. fell a little 
rain ; as it increased so did the electric 
charge in the rod, insomuch that it 
streamed forth from the brass ball N for 
a short time. 

Six o'clock A.M. One o'clock P.M. 
low black sky, by which the charge in 
the rod became negative, with sparks ; 
after continuing so one hour, the elec- 
tricity changed again to positive. The 
rod has been in charge 16 hours this 
day ; how much more I cannot say. 

A.M. At four o'clock P.M. fell a mild 
rain, void of the electric fluid. At five 
o'clock the rain fell more copiously, and 
it was strongly charged with negative 
electricity. 

Early this morning I found the humidity 
of the air electrified negatively. At ten 
o'clock, the electricity became more in- 
tense, so as to emit small sparks : in 
half an hour's time there were four 
beautiful gradual changes of electricity. 
Afterwards the rod remained negative 
two hours. Three o'clock P.M. the 
electricity changed, and continued near 
three hours positive. After this a low 
black cloud passed over the rod, and 
let fall a few drops of rain mixed with 
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Days. 



Wind. 



May 21 



sw 



22 

23 

24 



E 

S 

NE 



^5 
26 



NE 
E 



Barom, iTher, 



Inches, 



29.98 



29.10 

29.90 
29.10 



29. 4 



56 
69 



70 
62 



Sparks. 



Strong 



o 
strong 



o 
strong 



Pos. 



pos. 



pos. 



pos, 



pos. 



Neg, 



neg. 



neg. 



hail ; the rod was now highly charged 
positively, the bell rang briskly, but 
soon stopped, while the electricity 
changed to a strong negative ; then it 
began to ring again, for about ten mi- 
nutes, after which all signs of electricity 
ceased in the rod for a few minutes. Af- 
terwards the rod became rather strong- 
ly charged for two hours, and changed 
once in that time. During this high 
charge of the rod, the bell (which is 
connected by metal with the moist 
ground) was in a contrary state of elec- 
tricity to that of the insulated part of 
the apparatus ; and also the air in the 
room, the window-shutter nearest the 
bell, and even the bricks in the wall, 
were all electrified sufficiently to indi- 
cate the kind, 

A.M. by the night bottle, which had 
been charged while I slept. Four o'clock 
P.M. a low cloud approached the rod, 
and dropped a little rain, by which it 
became electrified strongly negative. 
This electrification of the rod lasted 
near four hours, and changed three 
times in kind. 

A.M. One o'clock P.M. wind S, a small 
rain fell, and the air being very moist, 
has lessened considerably the insulation 
of the rod. 

The air is dry to-day, but the clouds are 
very high. 

Six o'clock A.M. Nine o'clock some 
rain fell, which increased the negative 
charge in the rod. The rain now falls 
more copiously, and the balls close and 
open gradually with positive electricity, 
which was rather strong for a short time. 
The balls again gradually close and 
open, without change of kind. The rod 
has been electrified near 14 hours this 
day. In the morning of to-day, at 
Lewes in Sussex, much lightning and 
thunder. 

A.M. A moist air, and wet morning. 

A dark cloudy morning. Three o'clock 
P.M. on the approach of a heavy dark 
cloud, a few drops of rain fell, by which 
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Days, 



Wind. 



Barom, 



Inches. 



Ther, 



May zy 



N 



29.98 



28 



29 

30 



NE 



SE 

SW 



SO. 



qo. 6 



N 



3Q. 



Sparks, 



69 



61 



% 



S8 



small 



o 
strong 



strong 



Pos. Neg. 



pos. 
pos. 



neg. 



neg. 



neg. 



the rod was electrified positively; the 
pith balls soon opened full four inches, 
and by and by the bell began to ring 
slowly. Two gentlemen fortunately be- 
ing present, and much delighted with 
the sights by my desire joined hands 
with me to make the circuit between 
the bell and brass ball N^ and on tak- 
ing a spark at the brass ball, we all 
received a smart shock through our 
arms and breasts. The wind is now S. 
with a heavy fall of rain 1 the bell (as 
usual) now ceases to ring while the 
electricity changes to negative : then 
rings again briskly. The electricity 
gradually changed twice after this^ and 
ended negative. These several phaeno- 
mena took up one hour. 

A.M. A small rain. In the afternoon 
positive. Near midnight London was 
visited by vivid darts of lightnings and 
repeated explosions of thunder, ex- 
tremely awful and terrific at that time 
of night. I was in bed^ and awaked out 
of sleep by it. 

By the night bottle. A heavy thick air. 
Seven o'clock P.M. positive with small 
sparks. Nine o'clock, fell a heavy shower 
of rain; its electricity was negative. 

A.M. and P.M. 

At seven o'clock A.M. the weather 
showery, and the electricity rather 
strong, but often changing in kind. Se- 
ven o'clock P.M. one uniform black 
cloud darkens the air (yet the sun 
shines in the west); by and by a heavy 
rain fell, by which the rod became very 
strongly electrified positively, the bell 
rings briskly, and the pith balls are 
agitated with sudden jerks; the rain 
abates, and the electricity becomes ne- 
gative. These operations of nature 
lasted only 34 minutes ; during that 
time, the electricity was four times po- 
sitive, and ^ve times negative ; and 
these several changes were all gradual. 

The weather, and the electricity of the 
atmosphere have been this day nearly 
the same as on the preceding one. 
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ays» 



Wind. 



Barom. 



Ther. 



Sparks. 



Pos. 



Neg. 



June 



9 
10 



II 
12 

17 



s 

N 
SW 

N 
N 
N 



W 
SW 

s 

SW 



N 

N 
NE 
NE 
NE 

N 

E 



Inches. 
30.12 
30.16 
30.12 
30. 8 
30.18 
30.16 



30- 
29.91 
29.65 
26.60 



29.90 

30- 
30.29 

30-30 
30.30 

30-23 
30.10 



58 
6g 
66 
61 

58 
62 



62 
66 
64 
6S 



6s 

59 
60 

64 
69 

54 
61 



o 
o 
o 
o 
o 
o 



o 

o 

o 

strong 



o 
o 
o 
o 
o 
o 
strong 



pos. 
pos. 
pos, 
pos, 
pos, 
pos. 



pos 
pos 
pos 
pos 



pos. 
pos, 
pos, 
pos. 
pos. 
pos. 



neg, 



Serene jfine weather. 



A.M. two o'clock P.M. the sky still 
clear ; the electricity of the I'od was 
now negative, and continued so two 
hours. During this time, the rod was 
only electrified with its own electricity, 
or what has been termed influentially 
electrified ; for I found by trying both 
extremities of the rod, that they were 
in contrary states of electricity. 

A.M. A warm moist air. 

A.M. Some mizzling rain. 

A.M. 

A cloudy morning. Half after one o'clock 
P.M. the electric charge in the rod be- 
came negative. In a short time after, 
some rain fell, and the electricity again 
became positive, and very strong ; the 
bell now rang slowly, and soon stop- 
ped ; the pith balls closed and opened 
negative, and continued so a full hour : 
the balls exhibited one sudden jerk 
during that time. This charge of the 
rod lasted two hours. During the pas- 
sage of a cloud over the rod, in the 
morning of to-day, I found it influen- 
tially electrified. 

The weather serene and clear. The 
electricity varying between nothing 
and the balls seven-tenths of an inch 
open. 

After a course of clear serene weather, 
this day has been dark, and hazy. 
Nine o'clock P.M. wind S, a prodi- 
gious large cloud approached the rod, 
and a little rain fell, yet there were no 
signs of electricity in the rod. In a few 
minutes after this, I was surprised by 
hearing the bell ring ; I ran to the ap- 
paratus, and found it highly charged 
negatively. When the main bulk of 
the cloud arrived over the rod, its elec- 
tricity changed to a strong positive -, 
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Days. 



Wind. 



June 1 8 

20 
21 

22 



NW 
S 

sw 
sw 

E 



Barom. Ther. 



Inches. 



23 

24 



^5 



SW 

w 



w 



30. 

30.21 

30-35 
30.20 



sparks. 



Pos. 



63 

6S 

74 
76 
79 



30. 
30- 



29.90 



26 



NW 



29.90 



o 
o 

o 
o 
o 



NegJ 



pes, 



pos. 
pos, 
pos. 



78 

68 



68 



63 



o 
o 



strong 



strong 



pos. 
pos. 



pos< 



pos. 



and in a quarter of an hour, the rain 
and electricity all ceased together. This 
day, in the evening, at Wolverhamp- 
ton, fell a heavy rain^ accompanied 
with lightning and thunder. 
A.M. and P.M. 

A dark cloudy morning. The electricity 
positive at five o'clock P.M. 
\ Weather very hot, and a weak electri- 
j city, 

A.M. Serene hot weather. Near sun- 
set the wind W, when heavy black 
clouds were forming, their upper border 
about 25 degrees above the horizon. 
The lightning flashed among these 
clouds from nine to eleven o'clock. But 
there being neither clouds nor low va- 
pour near the rod, it was not affected 
thereby. In the evening of this day at 
Salisbury, a veiy severe storm of hail, 
rain, lightning, and thunder. 

A.M. 

A.M. The sky has been overcast all 
day, and two or three times fell a little 
rain, driven by a strong wind, but near- 
ly void of electricity. 

At six o'clock A.M. Near eleven o'clock, 
a shower of rain fell, strongly negative. 
At the same time, in a lower stratum of 
air, the hand exploring rod was elec- 
trified positively > Abundance of small 
white clouds passed over the rod, which 
kept the pith balls continually clos- 
ing and opening, with negative elec- 
tricity. Eight o'clock P.M. some 
heavy drops of rain fell | the rod now 
became very strongly electrified 1 the 
bell rang slowly, and soon stopped, 
while the electricity changed to a strong 
positive, then rang again more briskly 
for a longer time. After this there were 
two more gradual changes. 

The weather, and atmospheric electri- 
city, have been this day nearly the same 
as on the preceding one ; only the opera- 
tions in the rod have been more power- 
ful. For in one charge of the rod to- 
day, I counted about forty dense sparks, 
which spontaneously struck between 
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Days. 



Wind. 



June 27 



N 



28 
zg 

July I 



W 

N 

SW 

w 
w 



3 

4 
5 



7 
8 

9 

10 



NW 
SW 
SW 



N 

N 

SW 

SW 

SW 



Barom. 



Inches. 



29.96 



30- 5 
30- 
30- 
29.83 

2977 



29.72 
29-66 
29.40 



29.70 
30.10 

30- 

29.86 

29.90 



Ther, 



61 



S7 
70 

67 
66 

63 



70 
64 



<^3 

67 
61 



Sparks. 



Strong 



o 

o 

o 

small 

strong 



o 

o 
strong 



o 
o 
o 
o 
strong 



Pos. Neg. 



pos. 



pos. 
pos. 
pos. 
pos. 
pos. 



pos. 
pos. 



pos. 
pos. 



neg. 



neg. 
neg. 

neg. 



the bell and brass boll N in quick suc- 
cession. These sparks were -about two 
inches long. 

AM. Four o'clock P.M. I saw heavy 
clouds forming ; and as they came 
nearer and nearer, the rod became more 
powerfully electrified with negative 
electricity. It now began to rain, by 
which the rod became intensely elec- 
trified indeed. Many dense sparks now 
struck through the air, between the bell 
and brass ball N, with a loud report for 
so small an opening of two inches only. 
There were six changes of electricity in 
two hours, 

] Mild foggy weather ; moderately elec- 
^ trified. 



1 



A.M. Negative P.M. with small sparks. 

A.M. Half after twelve o'clock P.M. a 
sudden gust of wind sprung up, fol- 
lowed by a shower of rain, which elec- 
trified the rod positively, and sufficient 
to emit small sparks ; which soon after- 
wards became negative. Near four 
o'clock P.M. a very large black cloud 
passed over the rod, and let fall a little 
rain mixed with hail, by which the rod 
became highly electrified negatively: the 
bell now rang briskly, till a flash of 
lightning and instant crack of thunder 
happened, which occasioned a suddeii 
change in the electricity to positive : 
then the bell struck up again as brisk 
as before. The rod has been charged ten 
hours without intermission this day. 

A.M. A cloudy atmosphere, but fair. 

A.M. Dull heavy weather. 

This day has been showery and sun- 
shine by turns. The rod has been 
rather strongly electrified, and there 
have been four gradual changes of elec- 
tricity. The bell rang briskly a long 
time. This charge lasted full five hours. 
A strong gale of wind with rain, and 
a weak electricity. 

A.M. 

A,M. A thick moist air. 

A.M. Near five o'clock P.M. there was 
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Days. 



Wind. 



July 1 1 



NW 



Barom. Ther. 



Inches. 



29.60 



Sparks. 



61 



12 



N 



29.70 



strong 



Pos. 



63 



23 



W 



29.62 



14 



NW 



29-S7 



64 



strong 



Neg. 



S7 



strong 



strong 



pos. 



a fine shower of rain, by which the rod 
first became electrified negatively, an'd 
afterwards positively, with sparks. This 
charge lasted five hours, 
neo:. Half after ten o'clock A.M. large dark 
clouds frequently passed over the rod, 
by which it became electriiied nega- 
tively. When they passed somewhat 
nearer, and dismissed some large drops 
of rain, the rod then became highly 
charged, and the bell rang briskly, and 
continued its ringing near half an hour. 
The pith balls were very much agi- 
tated, sometimes with a pendulous mo- 
tion, then started closer or wider asun- 
der several times. But the most extra- 
ordinary phsenomenon of to-day is, that 
the rod continued ten hours electrified 
negatively, without change of kind : 
during that time the pith balls never 
closed, 
neg. The operations in the rod to-day and 
yesterday, when compared, appear to 
have but little resemblance. This day 
the electricity has changed four times, 
and the bell rang briskly for a minute 
or two between each change of electri- 
city. 
Two o'clock P.M, the wind S. A sudden 
shower of rain fell, by which the rod 
became electrified positively, but soon 
changed to negative. The bell now rang 
weakly one minute, and then stopped 
while the electricity changed to posi- 
tive, which soon changed again to ne- 
gative. The electricity and the weather 
have been much varied to-day. At New- 
Mills, in Scotland, some lightning and 
thunder, 
neg. The weather this day has been rather 
more varied than yesterday, with a con- 
tinued succession of showers and sun- 
shine : and the atmospheric electricity 
has been considerably more intense, and 
constant. There have been five gradual 
changes of electricity ; between four of 
those changes, the bell rang briskly. 
The pith balls also exhibited some of 
their curious agitations; one jerk in 
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Days. 


Wind. 


Barom. 


Ther. 


Sparks. 


Pos. 


Neg. 








Inches. 











particular was so very quick and power- 
ful, that the bails were near striking each 
other. In a few minutes after this, I 
heard distant thunder. At Burwash, 
in Sussex, this day a heavy tempest of 
rain, lightning, and thunder. 


July 15 


NW 


29.78 


60 





pes. 


— 




16 


NW 


2L9.95 


63 





pes. 


— 




17 


sw 


30.13 


fi 





pos. 


— 




iB 


w 


30.10 


66 





pos. 


— 




19 


sw 


30. 5 


\\ 





pos. 


— 




20 


sw 


29.75 


66 





pos. 


— 




21 


w 


29.78 


63 
61 

\i 

67 





pos. 


— 


The weather these 19 days has been 


22 

23 


NW 
SW 

w 


30- 5 
30. 






pos. 
pos. 


— 


generally moderate ; and the electri- 
city of the atmosphere has been only 
what is common for serene weather. 


24 


30- 





pos. 




26 

27 


sw 
w 


30.12 
30.15 
30.11 









pos. 
pos. 
pos. 


— 


at no time sufficiently strong to af- 
ford visible sparks. 


28 


s 


30.10 


63 





pos. 


— 




29 


N 


29.65 


57 





pos. 


— 




30 


NW 


29,65 


60 





pos. 


— 




31 


sw 


29.55 


(>l 





pos. 


— 




Aug. I 


NW 


29.92 


59 





pos. 


— 




2 


sw 


29.95 


61 





pos. 


-— 


. 


3 


sw 


29.77 


63 


strong 


pos. 




A heavy cloudy morning, but fair. Half 
after one o'clock P.M. a smart shower 
of rain fell, by which the rod became 
highly charged with negative electri- 
city ; when the cloud was fully over the 
rod, the electricity changed to positive ; 
and when it had passed the zenith, the 
electricity changed again to negative. 


4 


NW 


29.83 


62 





pos. 


— 


1 


i 


sw 
sw 


30. 
29-93 


67 
67 






pos. 
pos. 


— 


y Serene weather, and a weak electricity. 


7 


sw 


30. 


72 





pos. 


. — 


J 


8 


w 


29.92 


67 





pos. 




A heavy cloudy morning, but fair. The 
electricity of the atmosphere has been 
so weak to-day, that none could be ob- 
tained till after sunset* 


9 


w 


30- 


63 





pos. 


— 


A.M, 


10 


sw 


30. 5 


63 





pos. 


— 


" 


II 


w 


30.10 


66 





pos. 


— 


Serene weather : the pith balls varying 


12 
13 


sw 

sw 


30.10 
30. 5 


72 






pos. 
pos. 


— 


- between nothing and three-quarters 
of an inch open. 


14 


N 


30.10 


64 





pos. 


— w 




^5 


s 


30' 3 


72 





pos. 


— 


, ' 


16 


sw 


29.90 


73 





pos. 


- 


There have been several small showers of 
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Days. 



Aug. 1 7 
18 
19 
20 
21 



22 
23 
24 

25 
26 
27 

28 
29 
30 

31 
Sept. I 

2 



Wind, 



W 

N 
SW 
NW 

s 



w 

SW 

w 

SW 

N 

N 

W 
NW 

w 

SW 

w 

SW 



w 



Baromto 



Inches, 



30« 
30.10 
30. I 
30. 4 

2975 



Ther. 



30. 4 

29.95 

30. 

29.96 

29.70 

29.83 

29.95 

30- 

30.12 

30.10 

29.95 

29.80 



29.50 



66 
66 
66 
76 

77 



62 
67 

63 
62 
64 
62 

59 
60 
62 
66 
67 
6z 



Sparks, 



O 

o 

o 

o 

strong 



o 
o 
o 
o 

o 
strong 

o 
o 
o 
o 
o 
small 



strong 



Pos. 



pos. 
pos. 
pos, 
pos. 
pos. 



Neg, 



pos. 

pos. 
pos, 
pos, 
pos. 

pos, 
pos, 
pos. 
pos, 
pos. 
pos, 



pos. 



neg. 



rain this day, some of them not sensibly 
electrified^ others were weakly positive^ 
bat which I could not distinguish from 
the common electricity of serene wea- 
ther^ which has prevailed a long time. 

1 Serene weather; divergency of the 
Y pith balls from one to seven-tenths of 
an inch. 






A.M. Five O'clock P.M. fell some large 
drops of raiuj by which the rod v/as 
highly charged positively ; the bell rang 
briskly about five minutes, then stop- 
ped, and the electricity of the rod be- 
came negative. The rain now ceased^ 
the sky cleared up, and the electric 
charge in the rod decreased considerably, 
and ended as it begun, positive. 

Dark cloudy weather, and a very moist 
air, attended with a weak electricity. 

This day has been very showery, yet only 
one shower was strongly electrified. 

I 

I Serene weather, and a constant elec- 
1 tricity. 

i 

A.M. In the afternoon, there was a thick 
dark sky, with small rain, and a strong 
wind. On an increase of rain the elec- 
tricity became negative, with small 
sparks. When the rain abated, the elec- 
tricity changed to positive, and so it 
ended. 

A.M. Near one o'clock P.M. the elec- 
trie charge in the rod was negative. I 
then saw thunder-clouds forming in the 
south, and in the north. Some large 
drops of rain now fell, by which the 
charge in the rod became very strong ; 
the bell now rings faintly, and the pith 
balls exhibit their waving motion, and 
sometimes sudden jerks. The distinct 
thunder- cloud, which was in the north, 
is now gone by the west into the south, 
during which the charge in the rod be- 
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Days. 



Wind. 



Barom. 



Ther 



Sept. 4 



W 



Inches. 



29.65 



9 
10 

II 

12 

13 

14 

IS 



NW 



N 



N 



N 
SW 
NW 
SW 
SW 

w 
s 

SW 



29.70 



30- 



30.10 



30- 5 

30. 8 

30. 

30. I 
30.10 

3©' 
29.84 



55 



58 



51 



62 

61 
62 



Sparks. 



Strong 



small 



2g.8o 66 



strong 



small 



o 
o 

o 
o 
o 
o 
o 
small 



Pos. 



pos. 



pos. 



pos 



pos, 
pos 
pos 
pos 
pos 
pos 
pos 
pos 



Neg. 



came weaker and weaker, till it ended as 
it began, negative. This electric charge 
of the rod continued near one hour and 
a half. 

A.M. One o'clock P.M. wind NW. 
Thin white clouds have been passing 
over the rod ; but a distinct black 
cloud is now approaching^ and some 
rain falls, mixed with haij ; the rod is 
now highly charged with positive elec 
tricity ,• the bell rang loud, and a long 
time ; and as the shower abated, so did 
the strength of the electric charge abate 
in the rod. This charge lasted near 
three hours, without change of kind. 

A quarter before three o'clock P.M. some 
rain fell, by which the rod became mo- 
derately charged positively, but soon 
changed to a weaker negative. There 
were two more gradual changes of elec- 
tricity within the space of one hour. 

Three o'clock P.M. a large dark cloud 
passed over the rod with drizzling rain ; 
its electricity was negative ; the bell 
rang weakly. The electric charge from 
this cloud began, continued, and ended, 
negative. 

A.M. by the night bottle. Two o'clock 
P.M. a dark cloud, with drizzling rain, 
passed over the rod, by which it was 
electrified positively, with sparks; and 
ended negative. 



Moderate fine weather;, and a weak 
electricity. 



The rod has been electrified positively 
nearly all this day. At five o'clock P.M. 
an awful darkness covered the heavens, 
until near six o'clock, succeeded by a 
drizzling rain, from which I could not 
obtain (in my common way) any elec- 
tric fluid : hut when the dark cloud 
became broken, and no rain fell, I then 
obtained visible sparks at the ball N^ 
which continued until I went to bed ; 
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Days. 



Septo 1 6 



Wind. 



Barom. 



w 



Inches. 



30. 



Ther 



J7 



W 



30.28 



SS 



Sparks, 



Pos. 



small 



SO 



18 



SW 



30.10 



small 



pos, 



Neg. 



pes, 



S4 



small 



pos, 



^9 



29.85 



63 



small 



pos. 



and seemed to indicate that it would re- 
main so all night, as the night is per- 
fectly serene, and clear moonlight. 
Five o'clock this morning, I found the 
rod charged positive, but not quite so 
strong as when I left it last night ; and 
it gradually went off by nine o'clock, 
and returned again into the rod at near 
four o'clock P.M. from which time the 
fluid gradually increased with the cool 
of the evening, until visible sparks ap- 
peared at the brass ball N. In this state 
of intensity I left it at near eleven o'clock. 
This morning, a little after five o'clock, 
I found the rod rather stronger charged 
with the same electricity than when 
I left it last night; and I have no 
doubt but it has been electrified all 
night, l^he pith balls have never closed 
this day : their divergency has been be- 
tween half an inch and two inches. 
Weather serene. 
Five o'clock A.M. I found the rod elec- 
trified positively, and nearly of the 
same intensity it was in when I left it 
last night; that is to say, capable of 
emitting small sparks. The atmosphere 
this morning is perfectly serene. There 
is a dew, or low fog, about Rve or six 
feet high, spread over the ground in 
Hyde- Park, very beautiful to look upon 
from an upper window. For the space 
of two hours, this vapour gradually 
increased, and ascended higher and 
higher, until it quite intercepted the 
trees from my sight, and became a pale 
wet fog ; which ver}'- much injured the 
insulation of the rod : for during its 
increase in height, the electricity of the 
rod decreased, insomuch, that I had 
almost concluded that the pith balls 
touched each othen But during this 
short suspense the sun rose higher, 
and diminished the fog very fast ; and 
the electricity in the rod soon increas- 
ed to its former strength ; and so con- 
tinued all day. 
Five o'clock A.Me I found the rod elec- 
trified positively, but rather weaker than 
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Days. 



Wind. 



Barom. 



Ther. 



Sparks. 



Pos. 



Neg. 



Inches. 



Sept. 20 



W 



29.70 



S7 



strong 



pos. 



21 

22 
23 



NW 
W 
S 



29.90 
30.20 
29.95 



24 
26 



N 

NW 
NW 



30-30 
30-30 
30.38 



58 
52 
52 



58 



o 
small 
small 



o 

o 

small 



pos. 
pos. 



pos, 
pos. 
pos. 



neg, 



when I left it last night. The weather 
this day has been nearly the same with 
that of the preceding one ; only the fog 
began later, and continued longer. The 
rod has been electrified all this day. 

Near six o'clock A.M. I found the rod 
electrified, but very weak, barely suf- 
ficient to indicate the kind, and it re- 
mained so till near three o'clock P.M. 
The pith balls now closed (which I 
suppose has not happened before dur- 
ing the space of 92 hours) and opened 
negative. A heavy cloud from the 
NNW now approaches the rod, and a 
little rain falls, by which the rod is 
highly electrified negatively, and the bell 
rings briskly ; the pith bails diverge to 
their utmost limit, and exhibit their 
waving pendulous motion. These ope- 
rations took up about one hour; and 
the rod continued electrified negatively 
the rest of the day. 

By the night bottle. The electricity in 
the rod barely sensible. 

The pith balls have not closed this day. 
The weather serene. 

This morning a quarter before six 
o'clock, 1 found the electric charge in 
the rod much weaker than when 1 left 
it last night ; which I afterwards found 
had been occasioned by a spider fixing 
its web from the rod to the wall of the 
house ; for when the web was removed, 
the intensity of the electrical charge 
was soon increased. 

I Dark cloudy weather, and a strong 
r wind. 

Between six and seven o'clock this morn- 
ing, I found the pith balls quite closed ; 
nor would they even stick to my finger 
when I touched them. At this instant 
there was a visible dew spread over the 
ground in Hyde-Park : I examined it 
with my hand exploring - rod, and 
quickly charged an electrometer suffi- 
cient to ascertain the kind, which was 
positive. I now suspected my daily 
enemies the spiders ; I therefore went 
upon the roof of the house with my 
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Days. 



Wind. 



Barom. 



Inches. 



Sept. 27 



SW 



30.35 



Ther 



Sparks. 



^y small pos 



Pos. 



Neg. 



28 



39 



SE 



N 



30.12 



30 



NE 



30.25 



48 



SS 



small 



small 



Oct, I 



E 



E 



30- 5 



29.84 



small 



pos. 



pos. 



pos. 



52 



56 



small 



small 



pos. 



pos, 



long feather broom, and gently swept 
the rod down ; on examining the broom^ 
J found a spider's web entangled in the 
feathers. I then went down to the appa- 
ratus, and found the pith balls a quarter 
of an inch open positive, which gradu- 
ally increased, even to visible sparks. 
Six o clock A.M. I found the electric 
charge in the rod much weaker than 
when I left it last night. Nevertheless, 
when the sun got up a little above the 
horizon, the rod became stronger elec- 
trified. The pith balls never closed this 
day. 
The operations of the rod to-day have 
been nearly the same with the preced- 
ing one. 

This morning a little before six o'clock, 
I found the pith balls closed. Atmo- 
spheric electricity has been more variable 
this day than for many days past ; some- 
times quite null, then weak, or strong 
by turns, until three o'clock P.M. when 
it again became constant during the re- 
mainder of the day. 
Six o'clock A.M. 1 found the pith balls 
open full three quarters of an inch po- 
sitive, and they continued open all day. 
Their least divergency (as usual) about 
midday. The weather still thick and 
dark in the forenoon | and clear serene 
weather in the afternoon. 
Six o'clock A.M. I found the pith balls 
opened near one inch and a quarter ; 
and they never closed this day. Their 
least divergency, as usual,* was about 
midday, and their greatest was near 
midnight. Weather serene. 
Six o'clock A.M. I found the pith balls 
nearly closed, and the state of the air 
moist and foggy. Half after seven 
o'clock, the balls opened a little wider, 
and continued to increase in strength, 
so that between eleven and twelve 
o'clock their divergency v/as full three 
inches. I saw nothing in particular to 
occasion it ; and I thought it was above 
the intensity of common serene weather. 
I saw indeed a dark cloud, but it was 
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Days. 



Wind. Barom. 



Ther. Sparks. 



Pos. 



Neg. 



Oct. 3 

4 

5 

< f> 

6 



7 
8 

9 
10 
II 
12 



53 

14 
15 



Inches. 



SE 

NE 

SW 
S 



S 

N 

N 

W 

SW 

SW 



w 

w 
w 



29.80 
29.90 

30. 2 

29.85 



29.85 
29.85 

29.90 
30. 4 
30. 8 
29.86 



29.75 

29.80 
30- 



^3 

SB 
60 



o 

small 

small 
strong 



pos. 
pos. 

pos. 



neg. 



61 





54 


small 


52 





42 





39 


small 


56 


small 


50 


small 


61 





59 


small 



pos. 

pos. 
pos. 
pos. 
pos. 



pos. 

pos. 
pos. 



neg. 



at a very great height. However^ this 
electric charge continued in the rod un- 
til seven o'clock P.M. when -k shower 
of rain fell, and the pith balls now 
closed, and opened negative : a fact 
which has not happened for eight days. 
After the rain had ceased, the electri- 
city became again positive. 

A wet morning, the air moist, and a 
weak electricity, 

A very moist air. Half after ten o'clock, 
fell a heavy rain, which continued 
three hours. Its electricity was positive, 
but not strong, 

A foggy damp morning. The rod has 
been electrified very near all this day. 

A heavy cloudy morning. Two o'clock 
P.M. the clouds float in the air lower 
than in the morning ; and the rod is 
electrified negatively. Four o'clock, a 
heavy black cloud passed the rod, by 
which it was strongly electrified, but 
still negative, and continued so a full 
hour. During this time there were se- 
veral sudden jerks exhibited by the 
pith balls. Near sunset the balls 
closed, and opened positive, and re- 
mained so. In the east part of Kent, 
some lightning and thunder this day, 

A.M. the weather mild and fair. 

By the night bottle : by the rod positive. 

A.M. Perfectly fine weather. 

The electricity constant this day. 

The rod electrified all this day. 

A little after six o'clock A.M. I found 
the rod electrified, but rather weaker 
than when I left it last night. The 
weather cloudy, with a thick moist air 
One o'clock P.M. fell a sudden shower 
of rain ; the electricity now changed to 
negative, with small sparks. 

A little after six o'clock A.M. I found 
the rod electrified positively, A warm 
mizzling rain and moist air. Ten 
o'clock P.M. balls open two inches. 

Six o'clock A.M. balls open half an inch 
positive. 

A.M. Fair weather, and strong gales of 
wind. 
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Days. 



Wind. 



Barom. 



Ther. 



Oct 1 6 



17 



W 



Inches. 

30-34 



30.15 



43 



55 



Sparks. 



small 



small 



SW 



29,90 



Pos. 



pos 



pos. 



Neg. 



62 



19 



w 



30.15 



small 



pos. 



39 small 



pos. 



Six o'clock A.M. balls three-tenths of 
an inch open. The pith balls have not 
been unelectrified this day. 
During a continuance of moderate wea« 
tlier^ I have frequently observed that 
the atmospherical electricity has periods 
of increase and decrease of quantity, 
which are tolerably regular ; I shall 
therefore be accurate in my account of 
this day's variation, as it may serve for 
an example of reference to many other 
days when similar appearances took 
place « When I left the rod last night, 
the pith balls were one inch open, po- 
sitive. Six o'clock this morning, I 
found them three-tenths of an inch 
open, positive; and soon after this I 
perceived them to open wider and wider, 
so that a little before nine o'clock, the 
pith balls were stationary at near two 
inches open. But as the sun advanced 
towards the meridian, the electric charge 
in the rod decreased ', and it was only- 
possessed of various degrees of a weak 
intensity until four o'clock P.M. : the 
pith balls were then only two- tenths of 
an inch open. Half an hour after four 
o'clock, they began to increase their di- 
vergency, which gradually held on till 
a little after seven o'clock, when they 
again became stationary at full two 
inches open ; a little after eight o'clock, 
they began to decrease; nine o'clock, 
they were one inch and a quarter open ; 
near eleven o'clock, I left them at a 
bare inch open. 

vSix o'^clock, pith balls two-tenths of an 
inch open, positive. A dark cloudy 
morning. One oYlock P.M. some rain 
fell, yet the electric charge in the rod 
was positive. Near three o*clock, the 
fall of rain suddenly increased, so did 
the electric charge in the rod ; and at 
the same time changed to negative, 
with sparks ; and after this ended posi- 
tive . 

The rod has not been unelectrified this day : 
and the facts and appearances have been 
nearly like those of the 17th instant. 
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Days. 


Wind. 


Barom. 


Ther. 


sparks. 


Pos. 


Neg. 








Inches. 













Oct. 20 


E 


30. 5 


46 


small 


pos. 




The operations of the electricity in the 
rod to-day have been nearly the same 
with those of the 17th instant. 


21 


SE 


29.91 


62 


small 


pos. 




The electric charge in the rod has been 
constant this day; and for particulars 
may justly be referred to the 17th in- 
stant. 


22 


SE 


2978 


S9 


small 


pos. 




A.M. The pith balls closed and opened, 
without change of kind^ several times 
this day : and they have been very irre- 
gular when compared with many of the 
precedhig. A thin wet fog has pre- 
vailed all this day. 


23 


SE 


'^9'7S 


53 


small 


pos. 




A.M. Four o'clock P.M. fell a miz- 
zling warm rain, by which the rod be- 
came electrified negatively, and emitted 
small sparks. When the rain was over 
the rod was electrified positively, and it 
continued so. 


24 


NE 


2976 


54 


small 


pos. 


' 


The rod has been constantly electrified 
this day, and has been strictly perio- 
dical. See 17th instant. 


25 


N 


29.75 


54 


small 


pos. 


— , 


The same as the preceding day. 


26 


N 


29.89 


50 


small 


pos. 




The operations of the electric fluid in 
the rod this day have been nearly simi- 
lar to those of the 17th instant. 


27 


E 


29.90 


49 





pos. 


— 


- 


28 


NE 


2973 


49 





pos. 


— 


Dark moist air, but fair, and some 


29 


NE 


29.80 


47 





pos. 


— 


j brisk gales of wind. 


30 


NE 


29.85 


44 





pos. 


— 


J 


31 


N 


29.88 


42 


small 


pos. 




The thick easterly wind is now over-ruled 
by a clear northerly one : and the elec- 
trification of the rod this day has been 
of the periodical kind. The pith balls 
never closed. 


Nov. I 


S 


29.80 


46 


strong 


pos. 




Near six o'clock A.M. I found the pith 
balls open one inch and a quarter, posi- 
tive ; which is rather less than when I 
left them last night. Half an hour after 
ten o'clock, fell a heavy shower of rain: 
the pith balls now closed, and soon 
opened negative, which, with the rain, 
continued for the rest of the day. 


2 


sw 


29.45 


49 





pos. 


— 


P.M. fair weather. 


3 


sw 


29.80 


44 


strong 


pos. 


_ 


From a continued rain of four hours. 


4 


w 


2974 


49 


small 


pos. 


— 


Nearly ail day, but strongest after sun- 
set. 
A.M. and P.M. A cloudy atmosphere. 


c 


w 


29.95 


47 





pos. 


— — . 


6 


s 


29.75 


53 





pos. 


— 


The electricity of the atmosphere this 
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Days, 



Wind. 



Noy» 7 



lO 

II 

12 

H 

15 
i6 

17 

i8 

^9 



ao 



21 



S 

NE 

NE 



NE 
E 

NE 

NE 

NE 

NE 

NE 

E 

N 

S 



W 



Barom. 



Inches, 



29.68 
29.90 



30-15 
30. 
30.10 
30.15 

30.29 
30.16 

30- 

29.77 

29.24 



Ther 



29.25 



29.16 



S7 
42 

44 



46 
48 
47 
44 
45 
42 

33 
41 

33 

47 



42 



47 



sparks, 



small 
small 



o 
o 
o 
o 
o 
o 
o 
o 
o 
strong 



Pos. 



small 



strong 



pos. 
pos. 

pos. 



pos 
pos, 
pos, 
pos. 
pos, 
pos. 
pos, 
pos, 
pos, 



Neg. 



neg 



neg. 



neg. 



day has been so weak, that I have been 
obliged to content myself with obtain- 
ing the kind by a pair of flaxen threads, 
without balls to them. The weather 
warm and showery. 

rThe operations in the rod, these two 
days, have been of the periodical kind. 
L See 17th of October. 
Pith bcills not open this day. The kind 
was obtained by flaxen threads v/ithout 
balls to them. A moist air. 



Sharp dark weather, with a dry east- 
erly wind ; and a weak electricity. 



The severe easterly wind is now gone, 
and a more intense atmospheric elec- 
tricity is returned. Nine o'clock A.M. 
a large black cloud passed over the rod, 
and a moderate shower of rain fell, by 
which the rod was rather strongly elec- 
trified negatively. This shower lasted 
one hour 1 and near the midale of it, the 
electricity changed to a strong posi- 
tive ; after this, the electricity ended as 
it had begun, negative. 

By the night bottle. Half an hour after 
two o'clock P.M. fell some rain, and 
the rod became electrified negatively. 
At Calstock, in Cornwall, in the even- 
ing of this day, much lightning and 
thunder. 

Half an hour after midday, fell a mo- 
derate shower of rain, attended with a 
great darkness. The rod now became 
rather strongly electrified negatively; 
and the bell rang weakly. There were 
after this several showers, which only 
gave a weak positive electricity ; except 
one, which fell at ten o'clock at night ; 
this indeed was strongly positive. At 
eleven o'clock this night, both at Lon- 
don and Portsmouth, there was much 
lightning and thunder. And also, at the 
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Days. 


Wind. 


Barom. 


Ther. 


Sparks. 


Pos. ! Neg. 








Inches. 











same timej, at Salisbury^ where it ap- 
peared to roll along the ground like a 
3ody of liquid lire. 


Nov. 2 3 


SW 


29.40 


49 





.^ 


neg. 


A.M. The v/eather showery. 


23 


NW 


29,68 


49 





pes. 


.-», 


P.M. A foggy moist air. 


24 


SW 


29.84 


37 





pOSa 


— 


A.M. and P.M. 


25 


s 


29.78 


50 





•— 


neg. 


P.M. Weather showery » 


26 
27 
28 
29 


NW 
N 


29.58 
30,20 

30-35 
30.12 


39 

35 






pos. 
pes. 
pos. 
pos. 


~— 


Atmospheric electricity^ these four 


N 

SE 


small 
small 


«-. 


>■ days, has been governed by its perio- 
J dical laws. The weather Very mild. 


30 


N 


29074 


32 


small 


pos. 


.^ — 


From a shower of snow. 


Dec, I 


SE 


29.62 


32 





pos. 


.»-™ 


i 


2 


W 


29.42 


44 





pos. 


— 




3 


s 


29.83 


45 





pos. 


— 




4 


w 


29.95 


42 





pos. 


.--« 




S 


NW 


29.95 


32 





pos. 


»-» 


There has been very moderate weather 


6 


N 


30.30 


38 





pos. 


..-^^ 


these 12 days. The pith balls have 
been variable;^ between null> and one 


7 


W 


30.30 


38 





pos. 


.^ 


8 


N 


30.15 


49 





pos. 


™ 


inch open. 


9 


N 


30.15 


48 





pos. 


— 




10 


W 


30,18 


48 





pos. 


— 




II 


SW 


29,95 


52 





pos. 


«-„ 




12 


SW 


30. 7 


37 





pos. 


. — 




13 


SW 


29.88 


48 


strong 




neg. 


There has been a constant drizzling 
rain, with a strong gale of wind, from 
early in the morning to seven o'clock 
P.M.; the wind then became a storm. 
The rod had been null to this time, but 
now gave signs of a negative charge, 
and continued increasing its charge un- 
til near nine o'clock ; at this time the 
storm seemed to be at its height. The 
wind now suddenly shifted from SW to 
N : every appearance is now awful; the 
pith balls diverge to their utmost li- 
mits, and are very much agitated ; and 
the bell rang for half a minute. Half an 
hour after nine o'clock, the storm 
ceased ; and the charge in the rod be- 
came very weak. During the space of 
tv^'o hours the electricity changed six 
times. 


14 


W 


29.91 


39 





pos. 


«_" 


A.M. 


25 


w 


29.40 


48 


small 




neg. 


From five to eight o'clock A.M. there 
was a storm of wind and rain. The 
electricity changed once only. 


16 


s 


29.71 


39 





»-_ 


neg. 


P.M. A showery day. 


27 


SW 


29.41 


41 





pos. 


^ A.M. 
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Days. 



Wind. 



Barom. 



Ther, 



Sparks. 



Pos. 



Neg. 



Dec, 18 
19 



20 
21 



22 
23 



24 

25 
26 
27 
28 
29 
30 

31 

Jan. I 

1791. 



N 
S 



N 
SW 



W 

w 



SW 

N 

SW 

s 

N 

s 
. s 

N 



SW 



Inches, 
28.98 

29.54 



29.93 
29.90 



30. 5 
29,80 



30.20 

30. 

30.22 

30. 3 
30. 
30.20 
29.96 

30. 5 
30. 2 

29.72 



37 
33 



32 
46 



37 

44 



39 
45 
29 

3^ 

32 
25 

37 
38 

40 

31 



small 
strong 



o 
o 



o 

o 
small 

o 

o 

o 
small 

o 

o 

small 



neg. 



pos. 



pos. 
pos. 



pos, 
pos. 



pos. 
pos. 
pos. 
pos. 
pos. 
pos. 



pos. 
pos. 

pos. 



neg, 



A.M. and P.M. Strong gales of wind, 
with rain. 

Between eleven and twelve o'clock A.M. 
fell a shower of rain, mixed with snow, 
by which the rod became rather strongly 
electrified, positively ; which continued, 
with some variation of intensity (with- 
out change of kind) near three hours. 
The greatest divergency of the pith 
balls was four inches, when line sparks 
were received from the brass ball N. 

Nearly all day. Divergency three-quar- 
ters of an inch. Weather serene. 

The air is extremely moist; and some 
small rain fell several times this day, 
which was almost void of the electric 
fluid ; for I could not obtain it in quan- 
tity sufficient to ascertain the kind, un- 
til I added a lighted pitch torch to my 
hand exploring-rod. 

The pith balls half an inch open nearly 
all day. 

Five o'clock this morning, a most tre- 
mendous storm of wind, rain, light- 
ning, and thunder, visited London and 
other parts. I, being not well, and in 
bed, did not get up to make observa- 
tions. I thought I heard the bell ring : 
however, the rod was but weakly elec- 
trified the rest of the day. The high 
wind continued, without rain, all day. 



Moderate weather, and nearly a con- 
stant charge of electricity in the rod. 



P.M. A fair morning, and a wet even- 
ing. 

The rod has been electrified nearly all 
day, by a fog. 

A.M. In the evening negative, from a 
fall of rain. This evening much light- 
ning and thunder at Canterbury. 

A.M. A foggy morning. Half an hour 
after eight o'clock P.M. happened a 
sudden gale of wind and rain, by which 
the rod became rather strongly electri- 
fied, negatively. 
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Days. 


Wind. 


Barom, 


Ther. 


Sparks. 


Pos. 


Neg. 








Inches. 













Jan. 3 


SW 


29.40 


29 


small 


pos. 




The morning of this day was frosty, and 
the evening wet. The electricity of the 
former was positive, and the latter ne- 
gative. 


4 


sw 


29.40 


38 







neg. 


P.M. Balls three-quarters of an inch 
open. Strong gales of wind, with rain. 
Nine o'clock P.M. severe lightning and 
thunder at Falmouth. 


I 


SW 

sw 

w 
w 


29.29 
29.46 
29.18 

29.26 


3S 
37 
51 
43 





pos. 


•— 


Very fine weather. Divergency of the 


7 ■ 
8 







DOS. 

pes. 
pos. 


— 


> pith balls has been between null and 
J near one inch open. 


9 


w 


28.96 


42 


small 




neg. 


Eight o'clock A.M. I saw a large black 
cloud in the N and NW : soon after, a 
strong wind suddenly sprang up, and a 
little rain fell ; during which, the rod 
was rather strongly electrified nega- 
tively, with small sparks. This charge 
of the rod only lasted eighteen mi- 
nutes. 


lO 


s 


29.75 


42 





pos. 


— 


1 Fine weather, and almost a constant 
J electricity. 


II 


w 


29.75 


48 





pos. 


— 


12 


s 


29,95 


42 





pos. 




P.M. A very high wind, and a weak 
electricity. In the evening of this day, 
much lightning and thunder at Ply- 
mouth. 


13 


w 


29.48 


43 





— 


neg. 


P.M. from a shower of rain. 


H 


w 


29.80 


42 





pos. 


— 


" 


15 


sw 


30. 


32 





pos. 


— 


Very moderate weather, and a weak 


i6 


sw 


29,82 


50 





pos. 


— 


J electricity. 


17 


sw 


29.50 


49 





pos. 


— 


J 


18 
19 


s 
s 


29.50 
28.87 


42 
43 






, 


neg. 
neg. 


I From rain, with a strong wind. 


20 


sw 


28.48 


43 





pos. 


— 


-| 


21 


w 


29.22 


37 





pos. 


— 




22 


s 


29.85 


35 





pos. 


— 




23 


w 


29.76 


48 





pos. 


— 


The weather for these twelve days hav- 


.24 


s 


30.50 


32 





pos. 




ing been moderate, the electricity of 


26 


sw 
sw 


30.27 
30-55 


45 
45 






pos. 
pos. 


— 


► the atmosphere has only been of such 
intensity as is common to serene wea- 


27 


sw 


29.84 


45 





pos. 


■~~" 


ther. 


28 


N 


30- 


33 





pos. 


— 




29 


sw 


30- 


38 





pos. 


— 




30 


NW 


29,85 


44 





pos. 


— 




31 


NW 


2985 


51 





pos. 


— - 


. 


Feb. I . 


w 


29.85 


47 


small 


pos. 




P.M. from a shower of rain, of large 
drops ; the rod became electrified rather 
strongly positive, and emitted fine bright 


• ■ 














sparks at the brass ball N, 



25° 



Mr. Read's Meteorological Journal 



Days. 



Wind. 



Feb. 



4 

I 

7 
8 

9 

lO 

II 

12 

13 

H 

i6 

17 
i8 

19 



20 



21 

22 

23 
24 

25 



26 



27 



N 

N 

N 

N 
SW 
NW 

W 
SW 
SW 

SW 

w 

SW 

SW 

SW 
SW 
SW 
SW 

NE 



28 
March i 
2 



NE. 



S 
SW 
SW 
W 

E 



N 



N 



N 
N 
S 



Barom. 



Inches. 

30.20 
3040 

30,40 
30-32 
3o-3<^ 
30-32 
30. 8 

29.80 
30.11 
29.95 

29.88 
29.80 
29.85 
30.10 

29-35 
29.40 



29.80 



29.56 

2973 
29.55 
29.90 
30. 



29,72 
30. 

30. 8 
30.12 
30.25 



Ther. 



38 

32 
32 

42 

43 
43 
46 

49 
36 

46 

53 

47 
43 
40 

30 
37 



40 



42 
32 
47 
33 
37 



33 

38 

36 
35 
32 



Sparks. 



o 
o 
o 
o 
o 
o 
o 
o 
o 

o 

o 
o 

o 
o 
o 
o 
o 
strong 



small 



o 
c 
o 
o 
strong 



strong 



stronq: 



o 
o 
o 



Pos. 



pes. 
pos. 
pos. 
pes. 
pos. 
pos. 
pos. 
pos. 
pos. 

pos. 
pos. 
pos. 

pos. 
pos. 
pos, 
pos. 
pos. 
pos. 



pos, 



pos, 
pos, 
pos. 
pos. 
pos. 



pos. 



pos. 



pos. 
pos. 
pos. 



Neg. 



'The weather these nine days has been 
f«ggy and clear by turns ; and the 
electrification of the atmosphere con- 
stant. 



There has been, these three days, a 

strong wind, with mizzling rain ; and 

the electricity so weak, that 1 was 

obliged to connect, with the hand-rod, 

^ a lighted torch, to ascertain the kind. 

^Fine mild weather, with a constant 
electricity. 

Five o'clock, a dark cloudy morning, 
with some small rain ; by which the 
rod became rather strongly electrified, 
positively. During the passage of one 
low cloud, the electric charge in the rod 
changed five times ; all of which changes, 
I have reason to think, were only in- 
fluentially effected. 

A.M. Rainy dark weather. In the after- 
noon the charge in the rod became ne- 
gative, and remained so full three 
hours, without change of kind. 

I Dark rainy weather, and a very weak 
I electricity. 

There has happened this day a conti- 
nued rain, mixed with snow. The rod 
has been several times strongly charged ; 
and the electricity gradually changed 
four times. 

The weather and the electrification of 
the rod have been nearly the same as in 
the preceding day. 

The weather and the operations of the 
rod have been nearly the same as in the 
two preceding days. 

1 The weather has been foggy these 
j three days. 
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Days. 


Wind. 


Barom. Ther. 


Sparks . 


Pos. 


Neg. 








Inches. 













March 3 


sw 


30.50 


3^ 





pes. 


— 


1 


4 


sw 


3040 


45 





pos. 


— 




5 


sw 


30.44 


47 





pos. 


— 




6 


sw 


30.20 


40 





pos. 


— 




7 


NW 


30.25 


41 





pos. 


— 




8 


N 


So^SS 


37 





pos. 


— . 




9 


SW 


30.65 


34 





pos. 


— 


Serene fair weather these seventeen 


10 


W 


30^55 


35 





pos. 


— 


days ; and the nights were generally 


II 


. SW 


3046 


39 





pos. 


— 


> frosty. The electricity of the atmo- 


12 


w 


30.28 


40 





pos. 


-^ 


sphere has been constant; but too 


13 


sw 


30.20 


44 





pos. 


— 


weak to afford visible sparks. 


14 


sw 


30 18 


47 





pos. 


— 




15 


sw 


30=35 


50. 





pos. 


— , 




16 


sw 


30.40 


51 





pos. 


— 




17 


sw 


3040 


40 





pos. 


— 




18 


sw 


30.28 


50 





pos. 


— 




19 


sw 


30.15 


39 





pos. 


— 


- 


20 


w 


29.68 


46 







neg. 


This morning fell a warm drizzling rain ; 
which seems to have acted hke a charm 
on the late constant electrification of 
the atmosphere : for I find it so weakly 
electrified since the rain fell, that I was 
obliged to connect, with the rod, a 
lighted torch, to ascertain the kind. 


21 


NW 


29.15 


44 


Strong 


pos. 




Four o'clock this morning, a severe 
storm of wind and rain, driving full 
against my bed-room window, induced 
me to rise from my bed to see the state 
of the rod ; which I found highly elec- 
trified, positively. This wind did not 
abate its force till sun-set. Four o'clock 
P.M. some rain fell, mixed with snow, 
which lasted near one hour. During 
this time the rod was most powerfully 
electrified positively : I counted seven teen 
spontaneous explosions between the 
brass ball and bell, notwithstanding the 
bell was ringing all the time. Half an 
hour after five o'clock, came a second 
shower of rain, hail, and snow, which 
lasted half an hour, attended with un- 
common darkness. During about half 
this time, the electric charge in the rod 
was as strong as it could possibly be; 
for the fiuid ahuost streamed between 
the brass ball and bell : I counted near 
two hundred very brilhant explosions 
between the ball and bell. The bell 
rang all the time. This latter very high 
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Days. 


Wind. 


Barom. 


Ther. 


Sparks. 


Pes. 


Neg. 








Inches. 











charge was negative. There v/ere four 
changes of electricity, but all gradual. 


Mar. 22 


N 


29.85 


44 





pes. 


— 


^ The disposition of the atmosphere has 


23 


w. 


3^- 3 


54 





pes. 


_ 


1 been mild and regular these four days ; 


24 


N 


30.50 


44 





pes. 


— 


r and the state of atmospheric electri- 


25 


S 


30.38 


43 





pes. 


— 


J city constant and periodical. 


26 


S 


29.85 


46 


small 




neg. 


Half an hour after nine o'clock A.M. 
fell some rain, by which the rod be- 
came electrified negatively. The wind 
now became N, and attended with 
showers of rain the rest of the day : all 
of them moderately electrified, nega- 
tively. 


27 


N 


30. 


.40 





pes. 


— 




28 


NW 


30.10 


45 





pes. 


— 




29 
30 
31 

April I 
2 
3 


SW 

E 
SE 
SW 

E 

E 


30. 6 

30- 
30. 8 

30- 

29.81 

2978 


50 
44 
44- 
50 
51 
50 










pes. 
pes. 
pes., 
pes. 
pos. 
pes. 


— — . 


The weather has been fair during 

these ten days, and the atmospheric 

^ electricity has been constant ; yet it 

has been too weak to afford visible 

sparks* 


4 


NE 


29.90 


46 





pos. 


— 




5 


NE 


2972 


46 





pes 


— 




6 


N 


2945 


43 


small 




neg. 


Six o'clock A.M. I found the night bot- 
tle charged sufHciently to explode with 
a visible spark; the kind, negative. 
During the night, the weather had 
changed from dry to a mild rain. The 
rod has been electrified negatively 
nearly all this day. 


7 
8 

9 
10 


W 

NW 
NW 
W 


2978 
29.92 
29.90 
30- 


47 
53 
51 

50 








pos. 
pos. 
pos. 
pos. 


. — 


Mild serene weather. The divergency 
;- of the pith balls has been varying 
1 between null and one inch open. 


II 


SE 


30. 


50 


small 


— 


neg. 


Weather still mild, and a constant elec- 
tricity this day. 


12 


N 


29.95 


54 





pos. 


_ 


From a fog. 


13 


NE 


30. 


51 





pos. 


— 


- 


H 


W 


30. 


59 





pos. 


— 




^5 


SW 


30. 6 


55 





pos. 


— 


Mild serene weather these nine days ; 


16 


SE 


30.10 


55 





pos. 


— 


some of them foggy: but whether 


17 


SE 


30- 


61 





pos. 


— 


y clear or foggy, the vapour in the air 


18 


SW 


29.80 


57 





pos. 


— 


has been constantly electrified, posi- 


19 


SW 


2975 


59 





pos. 


— 


tively. 


20 


S 


29,57 


59 





pos. 


— 




21 


SW 


29-48 


56 





pos. 


— 




22 


SW 


29.25 


55 


small 


— 


neg. 


A wet morning. Twelve o'clock, the rain 
fell more plentifully, and the rod was 














rather strongly charged negatively. 


23 


SW 


29.24 


54 


strong — 


neg. 


Half an hour after twelve o'clock P. M. an 
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Days. 



Wind. 



April 24 



25 



26 

27 
28 
29 
30 

May I 



SW 



w 



E 

NE 
N 
N 
N 

N 

N 

N 
N 



N 
N 
N 
N 



Barom. 



Inches. 



29.31 



29.84 



29.84 
29.81 
29.86 
29.90 

29.80 

29.85 

30. 



29.96 

3^- 
30.28 

30-32 



Ther. 



Sparks. 



54 



51 



53 
53 

52 

51 

48 

48 

48 
45 

45 



47 
46 

45 
48 



strong 



strong 



o 

strong 
small 

small 

small 
o 
o 



o 
o 
o 
o 



Pos. 



IN eg. 



pos. 



p03. 

pos. 
pos. 



pos. 



pos. 
pos^. 



pos. 
pos. 
pos. 
pos. 



neg. 



neg. 
neg. 



neg. 



extensive black cloud, without any 
breaks in it, approached the rod, by 
which it became strongly electrified, ne- 
gatively ; and in the space of twelve mi- 
nutes a most awful darkness filled the 
atmosphere, and some rain fell, mixed 
with hall. The electric charge in the 
rod now became positive ; and for the 
space of ten minutes it was as strongly 
electrified as it possibly could be ; tor 
I now counted 172 spontaneous explo- 
sions between the brass ball and bell; 
the bell ringing briskly all the time. 
These lucid sparks succeeded each other 
almost too quick to be noted. When the 
explosive sparks ceased^, the electricity of 
the rod changed, and ended as it had 
begim, negative. A little after five 
o'clock fell a heavy shov/er of rain, and 
a second strong charge in the rod suc- 
ceeded, attended with three gradual 
changes of kind. 

A little after two o'clock P.M. fell a 
shower of rain, by which the rod be- 
came moderately electrified, negatively. 
The bell rang weakly. This charge in 
the rod continued four hours, without 
change of kind. 

A.M. Three o'clock P.M. fell a shower 
of rain, which was rather strongly elec- 
trified, negatively, attended with three 
chanpes of kind. 



I 



Serene foggy weather. 



A.M. from a shower of rain. 

During the greatest part of the day. The 
weather showery. 

A.M. Afternoon negative. The weather 
still showery. 

A.M. A mild showery morning. 

A.M. butveryweak. Fair weather to-day. 

The atmospherical electricity has been so 
very weak this day, that I was obliged to 
connect, with the hand-rod, a lighted 
torch i to ascertain the kind of electricity. 

I Fair serene weather these four days ; and 
[ the atmospheric electricity constant. 
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A monthly account of sparks, and of positive and negative 
electricity, as indicated by the pith-ball electrometer, con- 
nected with the rod ; excepting a few times, in very moist 
weather, in which it was obtained by the hand exploring- 
rod, with a lighted torch to it. See Fig. 2. Tab. IV. 



23 days of May, 179O; 
8 days of May, 1791^ 

June 

July 

August 

September 

October 

November 

December 

January 

February 

March 

April 



Times, 

^"^^j Positive 40 

Positive 45 

Positive 36 

Positive 33 

Positive 39 

Positive 37 

Positive 30 

Positive 35 

Positive 28 

Positive 36 

Positive 34 

Positive 30 



Times. 
Negative 27 

Negative 22 

Negative 23 

Negative 

Negative 

Negative 

Negative 

Negative 

Negative 

Negative 

Negative 

Negative 14 



Days, 
sparks drawn 1 3 



6 
II 

7 

8 
II 

8 
12 

8 
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Sparks 
Sparks 
Sparks 
Sparks 
Sparks 
Sparks 
Sparks 
Sparks 
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drawn 5 

drawn 8 

drawn 3 

drawn 1 9 

drawn 22 

drawn 1 1 

drawn 6 

drawn 3 

drawn 6 

drawn 2 

drawn 8 



423 times 



157 tunes 



106 days 



It appears, by comparing the monthly account of this year 
with that of the preceding, that there has been a considerable 
disproportion in the electrical positive state of the atmosphere ; 
but which, when duly weighed, will not appear so very great 
as it now does. For when it is considered, that in the preced- 
ing year there were 73 days in which weak signs only of the 
electric fluid were observed ; that seven days were destitute of 
electric signs ; and that that kind of weather in which very 
weak signs of atmospherical electricity could be obtained, is 
now found, by a more sensible electrometer than was at that 
time used, to be always positively electrified, it will, I presume. 
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diminish the apparent disproportion. And as for the remain- 
ing difference, I also attribute a good deal of it to the accuracy 
of my present mode of obtaining atmospherical electricity, 
with a more complete apparatus ; by which I have been able 
to collect the electric fluid, in sufficient quantity to ascertain 
the kind which predominates in the atmosphere, even in its 
weakest state. I have, therefore, found it an easy matter to fix 
the kind of electricity that the aqueous vapours in the air were 
charged with in each day throughout the year. 

From repeated observations, and long experience, I am per- 
fectly satisfied that the aqueous vapours, suspended in the air, 
are constantly electrified ; requiring only the aid of a proper 
collector, to render the effects of their electricity at all times 
sensible. And for this reason, there may be justly said to be, 
an electrical atmosphere within our aerial atmosphere. 

During a course of moderate weather, the electricity of the 
atmosphere is invariably positive ; and exhibits a flux and 
reflux, which generally causes it to increase and decrease twice 
in every twenty-four hours. The moments of its greatest force 
are about two or three hours after the rising, and some time 
before and after the setting, of the sun ; those when it is 
weakest, are from mid-day to about four o'clock. The pe- 
riodical electricity of the atmosphere seems to be manifestly 
influenced by heat and cold. Hence it plainly appears, why 
we always find warm small rain to be but weakly electrified ; 
when cold rain, which falls in large drops, is the most intensely 
electrified of any. 

The abovementioned eighth day of May, completes my se- 
cond year's journal ; which, agreeable to my promise, I have 
now the honour of presenting to the Royal Society, with a 

LI2 
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description of the improved atmospheric apparatus, which has 
been used for the foregoing observations. 

I must now close that regular account which, for the last 
two years, has daily occupied my attention. Should any very 
remarkable appearances, however, in future take place, during 
a long course of frosty weather, which is the only state of the 
atmosphere that I have not yet experienced,* as my apparatus 
will continue in order, I shall carefully note them, and present 
them to the Royal Society : hoping that some more able philo- 
sopher may be induced to take his share of labour in this in- 
teresting and promising field, in order to investigate, as far as 
possible, the nature of so active, universal, and, in all probabi- 
lity, important an agent, as the atmospherical electricity seems 
to be ; and to pursue the subject, with that diligence, and un- 
prejudiced accuracy, which has been my principal object in the 
course of my observations. 

* As I do not remember that there have beea twenty-four hours of hard frosty during 

the two last winters, 
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